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1 6 AUG 1974 


MEMORANDUM FOR: Deputy Director for Management § Services 

SUBJECT : Annual Personnel Plan, Office of 

Medical Services 

REFERENCE : Memo from DD/M§S dtd 18 July 74, subject: 

Fiscal Year 1975 Annual Personnel Plan 


Attached is the Fiscal Year 1975 Annual Personnel 
Plan for the Office of Medical Services as requested in the 
reference memorandum. 




0OHN R 


i TjlSTJEN M, IX 


JOHN R. TIETJEN, M. D. 
Director of Medical Services 
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